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Mint of the United States at Philadelphia, Pa., 
Assay Department, 
December 15, 1887 


Sir 


In regard to the letter of the Director of the Mint of the 14th inst., making inquiry 
concerning charges for assaying “gold lace”. There is an error in supposing the $12, to be the 
assay charge. Four dollars was the charge for the assays; and by agreement with Col. M.-F. 
Ludington, Quartermaster, I was to pay the expense of fraying the “lace”, and getting it in 
condition for assay, to be reimbursed by the Quartermaster’s Dept., all in one voucher which the 
$12 covers. The fraying of the “lace” not being done at the Mint. 


Very Respectfully, 
Jacob B. Eckfeldt 
Assayer 


Hon. Daniel M. Fox 
Superintendent 


